Town of Arlington 
Inspectional Services Department 
51 Grove Street 

Arlington, Massachusetts 02476 
781-316-3390 

http://www.town.arlington.ma.us 

Code Violation Complaint 
Date: 

To: Michael F. Byrne 

Director of Inspectional Services 


From: 

Name: 

Address: 

Phone: 

Signature: 


Re: 

Address: 

Owner: 

Complaint: 


Code or Bylaw Section in Violation: 


Office Use: 











